

    


    
      Fig. 14. 
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        RGB images of the BCG+ICL in the core of A 2390 (700 ″×700 ″). The left panel shows the CICLE RGB map and the right panel the DAWIS RGB map. The numbers in both maps mark the position of the galaxies in the groups identified by DS+ (see Sect. 5.4.3), listed in Table 2. Both colour images were generated with Trilogy (Coe et al. 2012).

      

    

  
    
      Fig. A.1. 
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        Example of the problem of using the WISE dust maps to correct for cirrus in the Euclid images. Panel a shows a region of 25′×25′ in the IE band. Panel b shows the corresponding WISE dust map for the region. Panel c shows the result of subtracting the WISE dust map from the IE image. The residual shows cirrus filaments that the WISE map does not capture.

      

    

  
    
      Fig. 11. 
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        Colour radial profiles for the BCG+ICL system of A 2390. Green diamonds represent the cluster selected members, while red, blue, and green lines are the ICL radial profiles estimated with the three methods presented in Sect. 4: Ahad in blue; CICLE in green; and DAWIS in red. The vertical lines indicate 10 and 50 kpc, to guide the eye.

      

    

  
    
      Fig. 10. 

      
        [image: thumbnail]
      

      
        Surface brightness radial profiles for the BCG+ICL of A 2390 from the 1D method Ahad. Profiles for the YE (orange), JE (red), and YE (dark red) NISP bands are shown.
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        [image: equation] (2 Mpc×2 Mpc) region around A 2390 on the DAWIS BCG+ICL JE map.

      

    

  